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the Honorable MmoA F. Measure 
Adainisti*ator , General Services Administration 
Washington 5 ? 5 , B. C. 

Bear Mr. Mansur®; 


m fmemm is made to your latter of October 28, 1954, relacing 
f urther to the establishment of centralised motor pools by General 
Services Mednistration , as authorized by Public Law j66_, 83rd 
Congress. 


Jus stated ia our letter of October 6, 1954, there Is a serious 
question as to whether this Ageaey caa, without jeopardizing its 
mission , participate la a centrally operated, motor pool or motor 
transport system. 


mis matter was further discussed m Sovawber 12, 19 5%, by 
your designated represeatati /e , Mr. J, B. ffanfuim, wad Mr. |^H 25X1A9a 

^■of this Agency. It was agreed that this Agency will not be 
expected to participate further la proposed studies aor atte nd 
general coaferaaces or discussions pertaining to this matter at 
this time. If, however, after centrally controlled motor trans- 
port systems are established and in op e r a t ion, it should appear 
that the service provided by your Administration am be utilised 
to advantage by this Agency, consistent with security requirements, 
further discussions will be arranged. 


Sincerely yours. 


/*/ 


L. K. 

Deputy Director 
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